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IN ADDITION TO A COMPLETE LINE OF 
PYRANOL CURRENT TRANSFORMERS 


Potential Transformers 


FROM 23 KV TO 115 KV 


WITH THESE CHARACTERISTICS: 


Pyranol for Safety 
Accuracy {W,+4X,+Y,i4Z 
Small Size—Light Weight 


Insulation to Meet ASA 
Standards 


For further information write to the 
nearest G-E office, or to General 
Electric Company, Schenectady,N.Y. 
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E.EI. to File With SEC 
As Service Organization 


Trustees of the institute meet in Chicago to discuss issues and to take 
action on Holding Company Act section—SEC concludes 
investigation of affairs of utility trade organization 


Trustees of the Edison Electric In- 
stitute met this week in Chicago to 
take action regarding registration of 
the trade organization of the electric 
utility industry with the Securities and 
Exchange Commission under Section 
13 of the Holding Company Act. 

Earlier in the week the indications 


were that the E.E.]. would register 
under Section 13 (E) (1), which cov- 
ers all organizations rendering any 


service to utilities. 
Service Fees Disclosed 


Last October investigators of the 
SEC started an exhaustive inquiry into 
the affairs of the institute following 
the disclosure by the Engineers Public 
Service Co. in its 1939 annual supple- 
ment to its registration statement that 
it and eight subsidiaries had paid $19,- 
252 in service, sales and construction 
fees to the E.E.I. Engineers Public 
Service also listed, in its registration 
supplement, that fees had been paid to 
seventeen other organizations for serv- 
ices. These were listed as follows: 
Stone & Webster Service Corp., Amer- 
ican Gas Association, Association of 
Edison Illuminating Companies, Asso- 
ciation of Washington Utility Opera- 
tors, Ashton B. Collins, originator of 
“Reddy Kilowatt”; Electric Utilities 
Exhibit Corp., New York World’s Fair 
utilities exhibit; Missouri Association 
of Public Utilities, Nebraska Electric 
Association, Northwest Electric Light 
and Power Association, Pacific Coast 
Gas Association, Public Utilities Ad- 


vertising Association, Public Relations 
Committee—International Association 
of Electrical Inspectors, Rocky Moun- 
tain’ Electric League, Southeastern 
Electric Exchange and Washington 
Water Power Co. subscription to Com- 
mittee on Relation of Electricity to 
Agriculture for Puget Sound Power 
& Light Co. 

Some of the organizations which have 
already filed under Section 13—the 
service company section—include Stone 
& Webster, Stone & Webster Service 
Corp.. Loeb & Eames, Inc., Reid & 
Priest, J. H. Findor & Son, L. E. Myers 
& Co., Central Service Corp., Hoosier 
Engineering Corp., Sargent & Lundy 
Corp., Cheney & Foster, Transfer & 
Paying Agency. Lawyer, Anderson & 
Livingston and General Electric Co. 

When E.E.I. was organized to re- 
place the National Electric Light Asso- 
ciation—to purge the industry of dis- 
closures in the Federal Trade Commis- 
sion investigation—many of the former 
activities were dropped and E.E.I. con- 
fined to a statistical and fact-finding 
organization. These services have been 
the target of the SEC inquiry and be- 
lief has been expressed in government 
circles that E.E.I. should register and 
comply with the utility act. 

Just how far SEC will go in admin- 
istering Section 13 to E.E.I. has not 
as yet been decided. However, one of 
the first points which will be consid- 
ered is the fees paid the institute by 
the utilities and a determination of the 
value of the services. 





Indications are that should E.E.L. 
file with the SEC other utility associa- 
tions will be investigated and a de- 
cision reached as to their status under 
the utility act. Belief has been ex- 
pressed that should E.E.I. be forced to 
file with SEC then similar associations 
will follow suit. 


Proposes Hydro Plant 
on Saint Marys River 


Representative Fred Bradley, Michi- 
gan Republican, has introduced a bill 
in Congress authorizing construction of 
a new hydro-electric power plant on 
the Saint Marys River at the foot of the 
falls at Sault Ste. Marie, Mich., and 
abandonment of the present obsolete 
plant. Estimated cost is fixed at $10,- 
000,000. 

Bradley’s bill provides that the proj- 
ect be built to produce the greatest 
amount of economic power and that it 
be sold by the War Department under 
rates approved by the Federal Power 
Commission. The present plant is oper- 
ated under license by a private concern. 
Army engineers have never been asked 
by Congress for recommendations re- 
garding construction of a new plant on 
this site. 


A.1.E.E. Nominates Prince 


David C. Prince, manager, commer- 
cial engineering department, General 
Electric Co., Schenectady, N. Y., has 
received the nomination for the presi- 
dency of the American Institute of 
Electrical Engineers. 

Vice-presidential nominees include: 
N. S. Hibshman, Lehigh University; 
J. Elmer Housley, Aluminum Co. of 
America; Arthur L. Jones, General 
Electric Co., Denver; Walter C. Smith, 
General Electric Co., San Francisco, 
and C. A. Price, Canadian Westing- 
house Co., Ltd. 
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FELICITATED—Retiring meter engineers who were honored by their committee members 
at Newark, N. J., last week. L. to r.—A. J. Allen, Consolidated Edison Co. of N. Y.. 
on behalf of the industry meter committee, presents tokens to W. H. Pratt, General 
Electric Co.; W. M. Bradshaw, Westinghousse Electric & Manufacturing Co., and J. S. 
Cruikshank, Consolidated Gas, Electric Light & Power Co. of Baltimore 





Five Meter Engineers 
Honored at Dinner 


Five nationally known engineers who 
have been prominent for from three to 
nearly five decades in the development 
of technique and equipment for power 
metering were honored at a subscrip- 
tion dinner of E.E.I. and A.E.1.C. com- 
mittee members at Newark on Feb- 
ruary 6. All have either retired very 
recently or are about to do so. Three 
were veterans of utility service and 
utility committees and, singularly, were 
all alumni of the meter department of 
Philadelphia Electric. The other two 
were pioneers in meter design. 

Those for whom the testimonial was 
arranged were W. M. Bradshaw, man- 
ager of meter engineering, Westing- 
house Electric & Manufacturing Co.; 
J. S. Cruikshank, superintendent elec- 
tric meter and installation department, 
Consolidated Gas, Electric Light & 
Power Co.; C. G. Durfee, superintend- 
ent of electric distribution, Rochester 
Gas & Electric Corp.; W. H. Fellows, 
superintendent, meter department, Po- 
tomac Electric Power Co., and W. H. 
Pratt, consulting meter engineer, Gen- 
eral Electric Co. 

Mr. Durfee and Mr. Fellows were in 
the South and unable to attend, but 
they were felicitated along with the 
others as the career and contribution of 
each was respectively described briefly 
by M. W. Smith and Thomas Turner 
of Westinghouse, A. L. Penniman of 
Baltimore, H. A. Brown of Rochester, 
S. K. Brown of Washington and W. F. 
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Howe of General Electric. J. T. Barron, 
vice-president, Public Service Electric 
& Gas, welcomed to Newark the 200 
from all over this country and Canada 
who attended. O. K. Coleman of Ameri- 
can Gas & Electric Service Corp. was 
toastmaster. 

The diners included the Westing- 
house district meter engineers who 
were holding their annual conference. 
Harry P. Sparkes was host on behalf 
of Westinghouse at the supplementary 
functions. 


Lewis Goes to Indiana 


E. A. Lewis, vice-president and gen- 
eral manager of the Atlantic City Elec- 
tric Co., Atlantic City, N. J., has been 
named vice-president and general man- 
ager of the Indiana & Michigan Elec- 
tric Co., South Bend, Ind., to succeed 
the late Thomas F. English. 


Pre-empt Territory Dispute 


The Pennsylvania Power & Light Co. 
will be given a hearing February 19 
by the Public Utility Commission on 
charges of the Adams Electric Co-oper- 
ative, Inc., that it violated the public 
utility law by invading Cumberland 
County territory previously pre-empted 
by the co-op. A resolution has been 
presented in the Pennsylvania House 
pledging co-operation of the House for 
“more liberal legislation in the field 
of rural electrification”. 
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NEWS BRIEFS 


POWER FROM WINDMILL drives is be- 
ing considered in certain English rural 
districts to conserve fuel due to the 
stress of war conditions. 





Worcester, MASs., INSTALLED more 
street lights in 1940 than for an ex- 
tended period of years. Accident pre- 
vention and traffic flow improvement 
influenced the city fathers. Street- 
lighting surveys are increasing else- 
where in Yankeeland. 


AN INSIGHT in the importance of de- 
mand meters was recently given in the 
statement that in one territory there are 
ten or more that bring in an average of 
approximately a million dollars a month 
each from industrial customers. One 
contact skipped might mean a loss of 


$300. 


ONE UTILITY has a single customer 
that pays more every year than the total 
revenue of the company 33 years ago. 


THE COMMITTEE on street and high- 
way lighting of IES has published a 
new pamphlet on “Recommended Prac- 
tice of Street Lighting 1940” which is 
packed with interesting information. 


PrincipLes of Modern Kitchen Plan- 
ning is the new booklet by the Modern 
Kitchen Bureau for architects. The 20- 
page booklet has some snappy photo- 
graphs and floor plans of actual kitch- 
ens for the architect to work on when 
he is designing residences, apartments 
and farm houses. . 


Ir Is NOT ALWAYS a dull day in utility 
operations. Recently Wallace O. Lee, 
vice-president of Indianapolis Power & 
Light Co., was chauffeur for Sonja 
Henie, her mother, manager and the 
Indiana Governor, taking the ace skater 
to the Coliseum at the Indiana Fair- 
grounds with a police escort in front. 
With the streets icy and the police escort 
hitting a fast pace it was a thrilling 
ride. Mr. Lee is chairman of the Mayor's 
advisory committee on public safety. 


L. G. TicHe, general manager of Ohio 
Edison, says Akron’s street-lighting sys 
tem could be tremendously improved 
without extra cost if boys would quit 
aiming their air rifles and sling-shots at 
light bulbs. During 1940 more than 
5,000 globes and bulbs were broken at a 
cost to the company of $8,463. 


VirciniaA Evectric & Power Co. 1s 
distributing vitamin capsules to 4p 
proximately 4,000 employees to protect 
them from influenza and the consequent 
loss of time from work. A week’s supply 
is given at a time and will continue for 


30 days. 
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Defense Industries Add 
Load on San Diego System 


Expenditures of $1,468,000 will be made by San Diego Consolidated 
Gas & Electric to meet growing power demands — New 
35,000-kw. power generating station to be constructed 


The major problem this year for San 
Diego Consolidated Gas & Electric Co. 
will be that of supplying the increasing 
demands of military and naval authori- 
ties and the aircraft industry. This addi- 
tional demand originates not only from 
the naval stations and aircraft fac- 
tories but also from the increase in 
residential and commercial service in- 
cident to such activity. Analyzed in the 
realities which the utility must work, 
President W. F. Raber is moving ahead 
to put his company in position to give 
all service asked. 

For 1941 the San Diego utility esti- 
mates construction expenditures of 
$1,468,000 will be needed to meet this 
growing service. In addition plans are 
under way for a new generating sta- 
tion, the first unit to be a 35,000-kw. 
turbo-generator and two boilers to be 
ready about September 15, 1942. 


Expands Facilities 


During 1940 the company expended 
approximately $1,800,000 in additions 
to the electric system. The major in- 
stallation was the construction of a 132- 
ky. transmission line of 65 miles con- 
necting San Diego with the Southern 
California Edison Co. at San Juan Cap- 
istrano. The Edison company extended 
this line from San Juan Capistrano to 
Chino, an additional 35 miles. A new 
substation, known as Mission substa- 
tion, was erected just outside the limits 
of the city of San Diego. It has a capac- 
ity of 36,000 kva. and steps down from 
132 ky. to 66 kv. to tie in with the San 
Diego system at the latter voltage. 

Other system substations were in- 
creased in size, and approximately 160 
miles of transmission and distribution 
lines were installed. This was necessary 
to meet the rapidly growing population 
of San Diego. More than 6,000 new elec- 
trie meters were installed during 1940. 

In meeting the new electric load to 
Come on the system this year the com- 
pany is to increase the present steam 
generating station, Station B, to its 
ultimate capacity of 102,000 kw., by the 
installation of a 3,000-kw. house tur- 
bine and a 200,000-lb.-per-hour boiler. 

In addition, plans are now under way 
for the construction of the new steam 
eenerating station to be known as the 
Silver Gate station. The first unit will 
be a 35,000-kw., 3,600-r.p.m., hydrogen- 
cooled General Electric turbine, built 
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for 850 lb. and 900 deg. To supply this 
turbine two Babcock & Wilcox boilers, 
each rated at 266,000 lb. per hour, will 
be installed. 

Additional substations will be in- 
stalled during 1941, the major ones be- 
ing a 3,750-kva., 12/4 substation to be 
known as Harbor substation to supply 
the harbor front load, and a new 6,000- 
kva. transformer at the present Escon- 
dido substation to increase the inter- 
change capacity with the Nevada-Cali- 
fornia Electric Corp. to 16,000 kv. 

Other transmission, distribution and 
miscellaneous facilities will be increased 
so as to serve an estimated increase of 
about 12,000 new customers. 

The San Diego utility estimates con- 
struction expenditures as follows: 


1941 1940 


Steam power stations $500 000 $50,000 
Transmission lines ..... me 6,000 806,000 








Substations ......... 45,000 425,000 
Distribution system.... 877,000 458,000 
Miscellaneous ............... 40,000 . 

WORE sects Lawit eek $1,468,000 $1,769,000 


During 1940 the company built 73 
miles of rural line and plans 75 miles 
this year. It added 1,448 rural cus- 
tomers in 1940 and will add 1,400 this 
year. The average annual rural cus- 
tomer use in 1940 was 2,729 kw.-hr., and 
the 1941 estimate is 1,400 kw.-hr. Appli- 
ance sales in 1940 by the company 


_totaled $339,176 and should be about 


$350,000 this year, while the dealers 
sold $3,070,824 and should sell about 
$3,150,000 this year. The average an- 
nual residential use was 994 kw.-hr. in 
1940 and the company estimates it to be 
995 kw.-hr. for 1941. Normally there 
would be a substantial increase in cus- 
tomer use, but during 1941 a large 
number of new customers will come 
from low-use customers living in hous- 
ing projects. 


Improves Service 


As one way of improving service the 
company is making system analyses and 
stability studies by using an a.c. calcu- 
lating board loaned to the company by 
one of the manufacturers. 

The peak load for the winter of 
1939-40 was 72,600 kw. During the win- 
ter of 1940-41 it was 89,700 kw., and 
the estimate for 1941-42 is from 112,000 
kw. to 115,000 kw. In order to meet the 
1941-42 peak load the company has the 
following capacity; Station B, 102,- 
000 kw.; Edison company tie No. 1, 36,- 
000 kw.; Edison company tie No. 2, 
3,000 kw.; Nevada-California Electric 
tie, 13,000 kw.; a total of 154,000 kw., 
against which. the estimated 1941-42 
peak is 115,000 kw. In addition the new 
Silver Gate station, having 35,000 kw. 
capacity, will be available in Septem- 
ber, 1942, for the 1942-43 peak. 


Plan New Generator 


Installation of an additional 1,000- 
kw. steam generator at the subsidiary 
power plant of the British Columbia 
Electric Railway Co. at Kamloops, 
B. C., has been authorized by the utili- 
ties commission. 





NEW POWER PLANT—View of the turbine room of the Chickasaw steam-electric 
generating plant of Alabama Power Co., where a new Westinghouse 40,000-kw. turbo- 
generator is being installed. The plant will be in operation this June 


15, 1941 
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Western Governors Voice 
Opposition to More TVAs 


Adopt resolution against proposed Arkansas Valley Authority to take 
over dams and reservoirs on four rivers in eight states — 


Support state rights over water control 


A strongly worded resolution, aimed 
at federal authorities in Washington to 
keep “hands off” of states’ rights, was 
passed last week by representatives of 
thirteen Western states at a “Governors’ 
Council on State Rights.” during which 
unqualified opposition was expressed to 
any proposal for creation of “power 
yardsticks” similar to the TVA any- 
where west of the Mississippi. 

Governors and water experts adopted 
the resolution after a day of debate at 
the Denver meeting and recorded “all 
out” opposition to the proposal before 
Congress for creation of an Arkansas 
Valley Authority to take over all dams 
and reservoirs of the White, St. Fancis, 
Akansas and Red rivers in eight states 
involving 308,165 square miles. 


Strip Men of Liberty 


Colorado’s Republican Governor 
Ralph L. Carr invited the Governors and 
water officials of sixteen other Western 
states to join him in a “bloodless civil 
war’ against the proposed AVA, which 
he said would strip men of the West of 
their liberty. He expressed fear of the 
effects of the recent decision of the 
Supreme Court in the New River case 
and contended that the creation of the 
AVA “would upset the 75-year adminis- 
tration of water in this section. Until 
now a water decree has been sacred in 
all courts, state and federal. It will not 
be if this bill passes. We must fight it.” 

Representative Clyde T. Ellis (Dem.. 
Ark.), sponsor of the AVA bill, said 
that the bill was “drafted at the direc- 
tion of President Roosevelt.” He argued 
that the AVA would mean better flood 
and drought control in the stream basins 
and cheaper electric power for the basin 
states. 

Governor Ratner of Kansas told the 
conference the gradual encroachment 
by federal rights over states’ rights 
eventually will either wipe out state 
lines, making states puppets on strings 
pulled from Washington, or it will 
result in a different type of explosion 
like that in 1861, which we hope and 
pray never happens again. 

Governor Sprague of Oregon declared 
that he hoped “we are not going to 
fight a battle of civil war. I don’t be- 
lieve that the people of the West want 
to launch secession.” 

The conference was told by a repre- 
sentative of the National Resources 
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Planning Board that the AVA _ bill 
“means an unnecessary and unwar- 
ranted encroachment of state’s rights 
and an unnecessary and undesirable 
assumption by federal agencies of state 
responsibilities.” 

Dr. Harlan H. Barrows, an authority 
on river compacts, declared that the 
“bill in its present make-up has not a 
ghost of a chance of passing through 
Congress.” He outlined “theoretical 
possibilities” which the conference 
might study. 

The adopted resolution put the con- 
ference on record in opposition to “any 
and all other bills creating authorities 
of a similar nature for other river 
basins.” 

States represented included Colorado, 
New Mexico, Arizona, California, Mon- 
tana. Kansas, Idaho, Nebraska, Nevada, 
North Dakota, Oklahoma, Oregon. 
Utah and Wyoming. California was the 
only state not approving the resolution. 
\ssistant Attorney-General Arvin Shaw. 
Jr., explained that Governor Olson had 
been studying a proposal for a “little 
TVA” in California. “I must say I am 
present and not voting,” he told the 
conference. 


Approve Going Value 
for Utility Purchase 


The Wisconsin Public Service Com- 
mission last week included “going 
value” in a determination of the public 
acquisition price of the Edgerton elec- 
tric utility and thereby set a precedent 
in Wisconsin utility regulation. 

In a two-to-one decision the com- 
mission ruled that the city of Edgerton 
could acquire the local facilities from 
the Wisconsin Power & Light Co. for 
$169,660, which, it said. covered the 
“complete entity.” 

Chairman Reuben Peterson and 
Commissioner W. F. Whitney defined 
“going value” as an intangible element 
—based on a study of its character, its 
growth, its development, the community 
served and its status as an established 
business, and estimated it comprised 
between 7 and 8 per cent of the over- 
all price. 

We do not believe that going value 
should be determined by a hard and 
fast percentage, they said. The com- 
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mission stated that it had not used such 
a percentage in reaching its deter- 
mination. 

In dissenting Commissioner Robert 
Mixon said the property was worth 
$136,000 or $33,660 less than the val- 
uation by Peterson & Whitney. He held 
that the majority estimates of going 
value were so vague as to be little more 
than guesses. He held that their allow- 
ance for going value was closer to 9.85 
per cent than 7 or 8 per cent. 

The city of Edgerton voted in favor 
of acquisition in 1933, but it has been 
held up pending litigation. 


Court Refuses REA 
Funds for Co-ops 


A. J. Beattie, comptroller-general and 
secretary of the South Carolina Rural 
Electrification Authority, and Jeff B. 
Bates, state treasurer, have been en- 
joined from paying out $90,000 in funds 
held by the REA in an order signed by 
Associate Supreme Court Justice D. 
Gordon Baker. Petitioner in the action 
was John W. Crews, Columbia attor- 
ney and former member of the House 
of Representatives from Richland 
County. Associate Justice Baker issued 
a rule to show cause why the state 
officials should not be permanently en- 
joined from paying out the funds. 

The petition set forth that the au- 
thority has an outstanding indebted- 
ness of approximately $1,700,000, 
which is secured by mortgages cover- 
ing the property of the authority. The 
state General Assembly last year passed 
an act providing for the transfer of the 
electric lines of the state REA to the 
county co-operatives. The petition set 
forth that “the authority purporting to 
act under said last-named act proposes 
to transfer substantially all of its trans- 
mission lines to various co-operative as- 
sociations, and, that said authority 
further proposes as a part of said trans- 
fer to apply all of the available cash 
on hand of said state Rural Electrifica- 
tion Authority upon indebtedness of 
said authority, which said indebtedness 
does not require payment in full within 
five years from date of issuance or to 
credit same on said obligations.” 


Iowa Utility Puts Boiler 
Into Regular Operation 


Iowa Electric Light & Power Co. first 
put its new 300,000-lb.-per-hour boiler 
into regular operation at the Cedar 
Rapids plant on January 30. After 
minor adjustments and tests the new 
675-lb., 750-deg. boiler will continue 
in service for about 60 days at 200 Ib. 
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pressure pending completion of certain 
piping which will tie it in with the 
high-pressure steam system supplying 
the topping turbine. Upon completion 
of this piping work the boiler will be 
placed in high-pressure operation. 

The new 15,000-kw. extraction-con- 
densing turbine for the Cedar Rapids 
plant is scheduled for shipment in 
March and preliminary work is now 
under way to make room for it. The 
turbine is to operate on steam at 650 Ib. 
pressure and will be provided with four 
points of steam extraction. 


Bonneville Reports 81.2% 
Load Factor for October 


Production and_ sale of electric 
energy by the Bonneville Power Admin- 
istration showed a rise for October over 
September, 1940, but were still under 
the August peak for that year. For 
October the administration reported a 
generation of 53,800,000 kw.-hr. and a 
sale (plus net interchange) of 51,273.- 
395 kw.-hr., with an actual maximum 
demand of 89,000 kw. and a load factor 
of 81.2 per cent. 

Of the total sales at wholesale dur- 
ing October, 20,938,400 kw.-hr. were 
sold to the Aluminum Company of 
America at a rate of 2.03 mills per kw.- 
hr. Portland General Electric Co. 
bought 27,139,956 kw.-hr. at an average 
rate of 2.35 mills and eight public 
agencies purchased 992,495 kw.-hr. at 
an average of 3.75 mills per kw.-hr. 


SEC Sets New Hearing 
Date on U.G.I. Proceeding 


Action on integration under Holding Company Act will reconvene in 
Washington February 20 — Possibilities seen that accord 
will be reached without court battle 


Possibilities that the integration pro- 
ceedings of SEC against the United Gas 
Improvement Co. will never reach the 
courts were seen last week as a delay 
in beginning a hearing on the plan 
suggested by the commission was 
granted the utility. Public hearings will 
be reconvened February 20 in Wash- 
ington. 

As the scheduled hearing opened, 
with the full commission sitting, Wil- 
liam Clarke Mason, Philadelphia law- 
yer, representing U.G.1., requested 
more time to prepare presentation of 
the case and also to work out some 
possible short cuts in the proceedings. 
Chairman Jerome N. Frank agreed to 
consider with the commission members 
the possibility of conferences between 
U.G.I. and the SEC utility division in 
regard to understandings and interpre- 
tation of sections of the utility act. 


Court Battle Unlikely 
Belief was expressed in SEC quar- 
ters that U.G.I. and the commission, 
through open discussions, could reach 
agreement on interpretation and the 
likelihood was that no court battle 








LIGHTING NUCLEUS—Initial section of lighting Walnut Street, Newton Highlands. 


Mass., wi 


: th G. E. Form 79 units points toward a general modernization of highway 
illumination on important arteries of Newton under direction of John D. Haughey, 


street commissioner 
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would develop. The belief has been 
freely expressed in utility and govern- 
ment circles that the Supreme Court, 
as now constituted, would unlikely up- 
set any SEC ruling on integration. 

Arnold H. Hirsch, an attorney repre- 
senting H. Jerome Jaspan of Philadel- 
phia, a Pennsylvania State Senator, told 
the commission that the present relation 
between Philadelphia Gas Works Co. 
and U.G.I. was “such as to suppress 
free competition.” He urged the com- 
mission to order separation of control 
of gas and electric utilities in Philadel- 
phia in order to assure competition. 

The “blueprint” requested of SEC 
by U.G.L. was the first broad plan of 
integration given by the commission 
and in essence directed the utility hold- 
ing company toe divest itself of all prop- 
erties other than a single system, with 
Philadelphia as a hub. While the act 
provides that holding company systems 
may retain control of more than one 
geographically integrated system, inter- 
pretation of some of the subsections of 
Section 11 make it difficult for a system 
to meet all the requirements as ex- 
pressed. 

The “blueprint” on Commonwealth & 
Southern Co. system is due to be issued 
by SEC in the next week or so. 


Extends “10 for 1” Plan 


The Wisconsin Public Service Com- 
mission has approved extension of the 
Wisconsin Electric Power Company’s 
“10 for 1” plan to July, 1942, which per- 
mits customers to use twice as much 
electricity in any month as in the cor- 
responding month of the preceding year 
without paying more than 10 per cent 
more than in the previous year. The 
company said that 114.000 customers 


used the plan. 
e 


Consolidates Proceedings 


Federal Power Commission has en- 
tered orders to show cause against St. 
Croix Falls Minnesota Improvement 
Co. and St. Croix Falls Wisconsin Im- 
provement Co., both indirect subsid- 
iaries of Northern States Power Co., 
concerning original cost accounting ad- 
justments, and has consolidated the 
proceedings for the purposes of a pub- 
lic hearing. The hearing will begin 


on March 31. 
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Platte Valley Unit 
Must Get License 


Federal Power Commission has di- 
rected that the Platte Valley Public 
Power and Irrigation District of North 
Platte, Neb., file with the commission 
on or before April 15, an application 
for a license for its constructed water- 
power project located on the North 
Platte and South Platte Rivers in the 
vicinity of Keystone and North Platte, 
Neb. 

The commission, upon reconsidera- 
tion of its finding of January 19, 1937, 
that the interests of interstate com- 
merce would be affected by the pro- 
posed project and after further investi- 
gation, rehearings, and consideration 
of pertinent records dating back to the 
filing on January 5, 1934, of a declara- 
tion of intention, finds that the project 
if operated otherwise than under Fed- 
eral control “would produce substantial 
adverse effects on the navigable capac- 
ity of the Missouri River at, below and 
immediately above the mouth of the 
Platte River and vitiate to some extent 
the beneficial effects from the large in- 
vestment of the United States in the 
Fort Peck reservoir project and thus 
adversely affect the interests of inter- 
state commerce.” 

The order states that the project is 
interrelated physically with the li- 
censed Kingsley Reservoir project of 
Central Nebraska Public Power and 
Irrigation District, on the North Platte 
and Platte Rivers, and interconnected 
with the licensed water-power project 
of the Loup River public power dis- 
trict, located on the Loup River, and 
that both of these licensed projects 
have project works located both above 
and below that of the Platte Valley 
District. The Platte Valley District has 
entered into an agreement with the 
two other districts for co-ordinated op- 
eration of the three projects, but the 
commission states that “either inde- 
pendently or in co-ordination” with the 
other two the project of the Platte 
Valley District would adversely affect 
the interests of interstate commerce. 


FPC Postpones Hearing 
On Nantahala Project 


Federal Power Commission has post- 
poned until March 10 the hearing previ- 
ously set for February 3 on the com- 
pany’s petition for reconsideration of 
the commission’s determination that a 
federal license will be required for 
construction and operation of a pro- 
posed dam and hydro-electric plant, 
the Fontana project, on the Little 
Tennessee River in Swain and Graham 
Counties, North Carolina. 
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In its application for a continuance 
the company states, among other things, 
that the additional time requested is 
necessary to complete preparation of 
additional evidence, including estimates 
of costs of improvements relating to 
the navigable capacity of the Little 
Tennessee River, in light of the opinion 
of the Supreme Court of the United 
States in the New River case. 


Utilities in Maryland 
Extend Rural Lines 


Maryland electric utilities constructed 
more than 960 miles of new rural power 
lines in the 1940 fiscal year, compared 
with 550 miles the previous year, the 
Public Service Commission reports. 

The extension of rural power facili- 
ties was encouraged by the commis- 
sion, the report stated. Figures com- 
piled as of June 30, 1940 showed 16,- 
500 farms in Maryland were receiving 
electric service. 

Seven power utilities reduced rates 
last year through negotiations with the 
commission. Potomac Electric Power 
Co. cut its rates $115,000 a year, the 
largest single reduction of any utility. 

The commission indicated a sizable 
expansion of utility capacity during 
1941 to meet demands of the national 
defense program. Already the commis- 
sion has approved plans for the larger 
utilities for substantial additions io 
generating equipment. 


Adequate Wiring Groups 


The National Adequate Wiring Bu- 
reau has issued licenses to certify ade- 
quate wiring installations in new homes 
to three local industry groups. The 
Columbus (Ohio) adequate wiring 
committee will certify in the city of 
Columbus, in Delaware, Franklin, Lick- 
ing and Madison counties, and a por- 
tion of Pickaway County, Ohio, and to 
Electric League of Charleston, S. C., to 
operate in Charleston and in portions of 
Berkeley, Charleston and Dorchester 
counties, and the Beloit (Wis.) Ade- 
quate Wiring Bureau to operate in 
Beloit. 


FPC Postpones Hearing 


Federal Power Commission has post- 
poned until February 24 public hearing 
heretofore scheduled to begin on Jan- 
uary 27 relating to the Ohio Public 
Service Co.’s failure to comply with 
Electric Plant Accounts Instruction 
2-D of the commission’s Uniform Sys- 
tem of Accounts. 
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Alabama Power Has 
$6,500,000 Budget 


Alabama Power Co. will spend 
approximately $6,500,000 this year for 
construction, according to Thomas W., 
Martin, president. About one-third of 
this sum will be for the completion 
of the steam plant now under con- 
struction at Chickasaw, near Mobile. 
and expected to be in operation in 
June. 

Mr. Martin said that nearly $500.000 
will be spent for the construction of 
new rural lines, more than $2,000,000 
will be used for extensions and im- 
provements to existing rural and dis- 
tribution facilities and $300,000 will 
be devoted to transmission line addi- 
tions and improvements. Among thiese 
are the completion of the new Gadsden- 
Piedmont line, the stringing of a sec- 
ond circuit on the Leeds-Fulton Springs 
line. increasing the carrying capacity 
of the Gorgas-Tuscaloosa line from 44,- 
000 to 110,000 volts and establishing 
an additional delivery point for elec- 
tricity supplied the Birmingham area. 

The remainder of the construction 
program, Mr. Martin said, will be de- 
voted to the improvement of service 
in various localities where there has 
been an increase in the use of electric 
service or where an increase seems 
likely within the year. A number of 
additional substations will be built 
under this phase of the construction 
program. 

President Martin stated that this 
large non-emergency expenditure is in 
keeping with the company’s _long- 
standing policy of maintaining and ex- 
tending its facilities to assure continu- 
ing dependable electric service. 


TVA Patrons Lose Plea 
To Shift to Utility 


Tennessee Railroad and Public Utili- 
ties Commission has issued an order 
denying an application of T. F. Lance 
and 24 other suburban residents of 
Franklin for a change-over in theif 
electric service from the Middle Ten- 
nessee Electric Membership Corp., 4 
co-operative distributing TVA power to 
the Franklin Power & Light Co., a pri 
vate utility. 

The commission declared that ap 
proval of the application would have 
established “a dangerous precedent” 
which “would seriously injure the pre 
gram of rural electrification being cal 
ried on . . . under the rural electrifica- 
tion program.” 

The public interest requires it “to 
protect the public from overlapping 
competitive conditions,” the commission 
stated. 
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Indianapolis Utility Adds 
Units Ahead of Schedule 


Will spend $5,330,000 during year to increase power supply to meet 
increasing demands from defense industries — Will add 37,500- 
kw. turbo-generator and new boiler in Harding Street plant 


With a 1941 construction budget of 
$5.330.000 announced last month, fol- 
lowing the December decision to pro- 
ceed at once with a $1,500,000 boiler 
installation previously planned for 
1942 or 1943, Indianapolis Power & 
Light Co. is keeping power supply well 
ahead of the extra demands created by 
industrial mobilization for national de- 
fense. 

Special interest attaches to the 
progress of this electric company be- 
cause it was the first large utility to 
have its common stock ownership trans- 
ferred from a holding company to the 
investing public under SEC administra- 
tion of the Utility Holding Company 
Act and because it serves a major in- 
dustrial center that seems destined for 
a key position in the national defense 
program. 


Sells Common Stock 


Last April all of the company’s com- 
mon stock, formerly held 100 per cent 
by the Utilities Power & Light Corp., 
was distributed by public offering 
among approximately 7,800 investors 


throughout the United States, including 
employees and officers of the company. 

The oversubscription of this offering 
encouraged the subsequent complete re- 
financing of all the company’s 30-year 
first mortgage bonds, short term notes 
and preferred stock at premium prices. 
and at lower interest and dividend 
rates, thus improving the financial po- 
sition of the company for the physical 
expansion now in progress. 

The need for such expansion has 
arisen from the increasing flow of na- 
tional defense orders into Indianapolis 
industries, the location in this city of 
new plants for manufacturing defense 
materials and the development of the 
Hoosier capital as an aerial and resi- 
dential center. 

It was reported early last month that 
Indiana ranks third among the states 
in contracts for plant expansion, con- 
struction and equipment awarded by 
the National Defense Advisory Com- 
mission, without including a number of 
major defense production projects such 
as the Allison airplane engine plant 
and the new Curtiss-Wright electric pro- 


peller factory. Orders for a_ great 





BUILDING FOR POWER—Inside the new extension of the Harding Street plant of 

Indianapolis Power & Light Co., showing preparations under way for installation of 

the new 37,500-kw. General Electric turbo-generator and the condenser. Electrical bay 

is Partially shown under construction at left. Boiler room extension will adjoin the 
turbine room at the right 
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amount and variety of defense material 
—from tanks to tires, from tent poles 
to uniforms, from medical supplies to 


radio equipment—have been placed 
with the diversified industries of 
Indianapolis. 


January reports also show that 25 
per cent more workers were employed 
in Indianapolis than in any year in the 
city’s history. The 1940 census credited 
Indianapolis with 386,972 population 
and raised it to twentieth place among 
United States cities, and the availability 
of modern and well-planned electric 
service facilities has been an important 
factor in the industrial development 
which led to this growth and which has 
attracted favor in defense requisition- 
ing. 


Power Load Grows 


The amount of industrial power sup- 
plied by Indianapolis Power & Light Co. 
during 1940 increased about 16 per 
cent over the previous year and was 
about 40 per cent greater than in 1938, 
the last year before the effect of war- 
time business began to be felt. To bal- 
ance these gains in industrial load the 
company has been active in promoting 
its business in the residential and com- 
mercial fields which are less subject to 
fluctuation and which now produce 
about two-thirds of its total electric rev- 
enues. Provision for a large number of 
minor construction prejects for residen- 
tial and commercial customers and for 
extending its steam service, which it- 
self produces about $1,175,000 annual 
revenue, is included in this year’s con- 
struction budget. 

About 56 per cent of the company’s 
construction forecast, or $2,977,860, is 
allocated to the four Indianapolis gen- 
erating stations. This includes $2,618,- 
660 for the Harding Street plant, where 
a third turbo-generator, of 37,500 kw. 
capacity, and a 400,000-lb.-per-hour 
boiler will be installed this year. The 
new turbine is scheduled to be ready 
for service this summer and the new 
boiler early in 1942. 


Settles Utility Dispute 


The labor difficulties of the Narra- 
gansett Electric Co., Providence, R. I., 
subsidiary of the New England Power 
Association, terminated on Tuesday of 
last week, when Gov. J. H. McGrath 
announced an agreement between the 
management and the Brotherhood of 
Utility Workers of New England upon 
a 74% per cent wage increase and vari- 
ous terms affecting working conditions. 
About 1,150 employees are affected. On 
January 16 a threatened strike was 
averted by an arbitration pact to which 
both sides consented a few hours be- 
fore a walkout. 
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Nela Park Surveys 
Light Conditioning 


Home-lighting conditioning was 
hailed as the biggest opportunity in 
1941 for utilities, electrical wholesal- 
ers, manufacturers and merchants at 
the two-day merchandising clinic held 
by General Electric’s lamp department 
last week in Nela Park, Cleveland. 

First half of the two-day program 
was devoted to talks and skits by Nela 
Park experts covering home light con- 
ditioning progress made in 1940, oppor- 
tunities and objectives pertaining to 
light conditioning in 1941. Featuring 
the second day’s activities were talks 
delivered by utility. wholesaler and 
manufacturers’ representatives, based 
on experience gained from home light 
conditioning activities. Harold  H. 
Green was chairman on the opening day 
and E. D. Stryker was chairman of 
the second day’s activities. Both are 
from Nela Park. 

It was estimated that the average 
home needs $64.52 worth of light con- 
ditioning equipment. Surveys made in 
1940 show that the potential market for 
residential light conditioning is 20,- 
000,000 homes. Were these homes prop- 
erly light conditioned, a gross of $3.- 
430,000,000 would at the end of five 
years be divided as follows: Retailer, 
$544,000.000; wholesaler, $229.900.- 
000; equipment manufacturer, $507.- 
500,000; Mazda lamp manufacturers. 
$148,600,000 ; 
$2,000.000.000. 


and utility companies, 


Francis Jehl Dies 


Francis Jehl, one of the laboratory 
assistants who worked with Thomas A. 
Edison at Menlo Park, N. J., died Feb- 
ruary 9 at St. Petersburg, Fla., at the 
age of 80. He was personal assistant to 
Mr. Edison during the invention of the 
incandescent light. In recent years Mr. 
Jehl had been curator of the Menlo 
Park laboratories. 


New EHFA Contracts 
Made with Co-operatives 


Electric Home and Farm Authority 
has announced that contracts had been 
closed with the Raft River Rural Elec- 
tric Co-operative, Inc., Malta, Idaho; 
Rusk County Electric Co-operative, Inc., 
Henderson, Tex., and the city of Vero 
Beach, Vero Beach, Fla. The contracts 
provide for financing the sale of elec- 
tric appliances. 

Announcement was also made that 
EHFA had closed a contract with the 
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Marshall County Rural Electric Mem- 
bership Corp.. Plymouth, Ind. The con- 
tract provides for co-operating § in 
financing the wiring or rewiring of ex- 
isting homes and farms located on the 
co-operative’s power lines. 


Elect New Officers 


A. L. Glatty was elected president of 
the Minneapolis Electrical Contractors 
Association at the recent annual meet- 
ing. Other officers elected were: Otto 
Willis, vice-president; H. J. Mester, 
secretary-treasurer; new directors are 
J. R. Hanzlik, A. W. Starbird, John 
Kvalsten, Leon Prall; director at large, 
F. M. Tripp; representatives to Minne- 
sota Electrical Council, H. J. Wedding 
and A. W. Starbird. 





MEETINGS 


Edison Electric Institute—Transmission and 
distribution committee, Statler Hotel, Detroit, 
February 17-19. Annual sales conference, Edge- 
water Beach Hotel, Chicago, IIl., March 3l- 
April 4. Major H. S. Bennion, managing direc- 
tor, 420 Lexington Avenue, New York, N. Y. 


American Institute of Mining and Metallurgical 
Engineers—Annual meeting, Institute headquar- 
ters, New York, February 17-20. A. H. Parsons, 
secretary, 29? West 39th Street, New York, N. Y. 


National Electrical Manufacturers Association— 
Winter meeting, Palmer House, Chicago, IIl., 
February 17-21. W. J. Donald, managing direc- 
tor, 155 East 44th Street, New York, N. Y. 


American Society for Testing Materials—Spring 
meeting, the ayflower, Washington, D. C., 
March 4-5; committee week, the Mayflower, 
March 3-7. R. E. Hess, assistant secretary, 260 


South Broad St., Philadelphia, Pa. 


Southeastern Electric Exchange—Engineering and 
operation section, DeSoto Hotel, Savannah, 
Ga., March 13-14; annual conference, Bon Air 
Hotel, Augusta, Ga., May I-3; J. W. Talley, 
executive secretary, 303 Haas-Howell Bldg. 
Atlanta, Ga. 


Oklahoma Utilities Association—Annual conven- 
tion, Tulsa, Okla., March 17-18. Kate A. Nib- 
lack, secretary, 625-626 Biltmore Hotel, Okla- 
homa City, Okla. 


Northwest Electric Light and Power Association— 
Annual meeting, Business Development Section, 
Davenport Hotel, Spokane, Wash., March 27-29. 


Daryl B. Leonard, chairman, Pacific Power & 
Light Co., Yakima. 
American Society of Mechanical Engineers— 


Spring meeting, Atlanta, Ga., April 1-3, C. E. 
Davies, national secretary, 29 West 39th St., 
New York, N. Y 


Midwest Power Conference—Fourth annual meet- 
ing, Palmer House, Chicago, Ill., April 9-10. 
Charles N. Nash, conference secretary, Illinois 
Institute of Technology, 3300 Federal St., Chi- 
cago, Ill. 


Electrochemical Society—Spring meeting, Cleve- 
land, Ohio, April 16-19. Colin G. Fink, secre- 
tary, Columbia University, New York, N. Y. 


Greater New York Safety Council—Annua! safety 
convention and exhibit, New York, N. Y., April 
22-25. Greater New York Safety Council, Inc., 
Lincoln Building, 60 East 42d St., New York. 


Missouri Association of Public Utilities—Annual 
convention, Elms Hotel, Excelsior Springs, Mo., 
April 23-25. Jesse Blythe, assistant secretary, 
Merchants Bank Bldg., 101 West High St., Jef- 
ferson City, Mo. 


\|luminating Engineering Society—Pacific Division, 
second annual lighting conference, Pacific Gas 
& Electric Co. auditorium, 245 Market St., San 
Francisco, April 25-26. William P. Bear, general 
chairman, 245 Market St., San Francisco. 


National Electrical Wholesalers Association— 
Annual convention, The Homestead, Hot 
Springs, Va., May 18-22. E. Donald Tolles, man- 
aging director, 165 Broadway, New York, N. Y. 
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Brazil Shows Rise 
in Power Capacity 


Rapid strides in the development of 
electric power has taken place in 
Brazil during the past twenty years, 
with the result that at the end of 1939 
there were 1,176 enterprises engaged 
in the industry with 637 thermo-electric 
plants, 738 hydro-electric plants and 
fifteen with mixed generating equip- 
ment, according to the Ministry of 
Foreign Affairs in an economic, social 
and geographic survey of Brazil for 
1939-1940. The total capacity was 
1,044,738 kw., of which 160,168 kw. 
was of thermo-electric origin and the 
remainder, 884,570, was hydro. 

At the end of 1939 there was a total 
of 2,179 localities served with electric- 
ity. The Brazilian production of power 
in 1938 was 2,400,000,000 kw.-hr. 

It is estimated that the hydraulic 
potential is 19,519,100 hp. The in- 
stalled capacity at the end of 1939 was 
884.570 kw. of hydraulic and 160.168 
kw. of thermic. In 1937 the total of 
all generating capacity was 906,465 
kw. 

The electric industry in Brazil be- 
gan in 1883 with the erection of a 
thermo-electric plant whose capacity 
did not exceed 70 hp. In 1889 there 
were three generating plants, one a 
hydro-electric unit installed in the city 
of Juiz de Fora in the state of Minas 
Geraes. In 1900 there were six thermo 
plants of 6.585 kw. and six hydro of 
3,791 kw. The year 1920 marked the 
initiation of an accentuated develop- 
ment in the exploitation of the hydro 
resources. At that time there were 
306 enterprises, 134 thermo, 204 hydro 
and five of mixed origin, distributed 
throughout 431 localities. The total 
thermo was 105,578 hp. and hydro of 
370.074 hp. 


Recommends PUDs Sell 
Bonds to Government 


In his annual message to the Oregon 
State Legislature Gov. Charles Sprague 
stated that, observing the financing 0! 
public utility districts in Washington. 
he was convinced of the soundness of 
the Oregon requirement that bonds be 
sold only at public sale. 

“I do, however, recommend,” the 
Governor said, “an amendment which 
would permit sale by negotiation o 
utility district bonds to the federal gov- 
ernment or a wholly owned agency of 
the government. This would be neces 
sary in case a group of districts took 
over an entire system with financing 
provided by the Reconstruction finance 
Corporation . . .” 
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4 L-M engineers have long been conscious of the need for tend to nullify the advantages obtained by annealing. 
amore efficient distribution transformer. In this core and coil assembly two round coils are wound 
With the introduction of hot-rolled silicon strip steel directly onto the core. The round coil has long been 
for transformer core construction, research with a trans- regarded as the ideal shape because it is inherently strong 
former design that promised outstanding performance and naturally shaped to withstand mechanical forces 
characteristics, was made possible. arising under short circuit conditions. As a result of the 
‘The result of this research is the startling, new design very much simplified winding process, round coils result 
embodied in the coil and core assembly of the L-M in transformers of uniformly higher impulse strength. 
ROUND-WOUND distribution transformer. This ‘The combination of round coils and a wound core that 
development is the first practical and successful produc- has not been disturbed after annealing gives you a trans- 
tion method of winding round coils directly onto wound former of improved regulation at a// power factors, lower 
cores without disturbing the core after it has been annealed, ratio of losses, lower exciting current, uniformly high 
he result is a distinct advantage in transformer design impulse strength and high short time overload capacity 
and an outstanding contribution to transformer progress. ...the L-M ROUND-WOUND is the only trans- 
Illustrated above is the coil and core assembly of the former for which these claims can be made. 
new L-M ROUND-WOUND. It has a machine The illustrated L-M ROUND-WOUND booklet 
vound core of cruciform shape, the closest approach LM B-41161 gives you a thorough understanding of 
to the ideal magnetic circuit yet obtained, a core that what this transformer has to otter you. If you have not 
s uniform in its low loss characteristics, that requires yet received your copy, ask your L-M 
markably low exciting current. Leaving the annealed representative for it, or write Line 
re undisturbed, eliminates any stresses which might Material Company, Milwaukee, Wis. 
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IN PICTURES 


FOR DEFENSE OF INDUSTRY—Upper half of an 80,000-kw. turbine shell being built by 
General Electric at Schenectady for shipment to Duke Power Co. for installation at the 
Buck plant in Rowan County, N. C., making this the largest in the Duke system. Instead 
of destructive projectiles, this mammoth machine will hurl kilowatts of useful electricity 
to keep the wheels of industry turning in grinding out the country’s defense program 


OUTDOOR AIR CIRCUIRE 
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REA’S NEW HOME—For the first time since 1935 the Rural Electrification Administration's administrative units all are now 

housed under one roof—the new Longfellow Building, just being completed at Connecticut and Rhode Island Avenues, N. W.. 

Washington, and leased by the Department of Agriculture. Nearly 1,000 REA employees with be housed under one roof. 
REA, which had spread out into all or part of nine buildings in the capital, will occupy 912 floors of this building 


MORE LIGHT—Drayton Mills, Spartanburg. S. C., modernized its lighting by placing 100-watt Hygrade “Daylight” fluorescent 


lamps 8 ft. on centers above looms, delivering 30-ft..candles on working area and eliminating former annoying shadows ob- 
tained with 300-watt tungsten lamps mounted in standard reflectors on 8 x 16-ft. spacings 


front to back edge of each loom, giving an even distribution of light with the unusually low mounting height of 9-10 ft. 


. In new layout reflectors extend from 


————— 


ra 





Westinghouse Brief 





LIGHTNING TRAP PROVES ARRESTER ... Using 
a Fulchronograph on Pittsburgh’s Tower of Learning 
with its 50-foot steel mast serving as a gigantic lightning 
rod, Westinghouse Engineers trapped and recorded for the 
first time a natural stroke of lightning. Today, Fulchrono- 
graphs are used to localize data on power company lines 
as a means of developing improved protective equipment. 


SHOT AT 1500 AMPERES ... In this volt-ampere test, individual 

Autovalve Blocks are “shot” at 1500 amperes surge current to 
eveal surge characteristics. Test is made on a 50,000-volt surge gener- 
tor equipped with cathode ray oscillograph. This test demonstrates the 
bility of the arresters to protect apparatus on distribution and trans- 
nission systems, 
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ATOP 535-FOOT SPIRE . . . Engineer ad- 
justing the W estinghouse-developed Fulchron- 
ograph as it was set up to test the effect of 
lightning on a new porous block arrester. 
These tests have proved invaluable aids in 
designing and building more efficient pro- 
tective devices for power company lines. 


LOUD-SPEAKER TESTS SILENCE ... In the sixty-cycle test, 
a loud-speaker in the circuit tests Westinghouse arresters 
to assure a satisfactory noise level. fh 
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Output Gain Over 
‘40 Widens to 12% 


Production of electricity by the elec- 
tric light and power industry in the 
week ended February 8 was 2,823,651,- 
000 kw.-hr., according to the Edison 
Electric Institute, a gain of 11.9 per 
cent over the corresponding week of 
last year. While this represented a de- 
crease from the previous week, the 
amount, 6.039.000 kw.-hr., was much 
less than seasonal, and the margin over 
a year ago was even larger than in the 
preceding week. 

For the most recent week, output of 
electricity was 24.6 per cent above the 
corresponding week of 1939. It was 
within 3.0 per cent of the record estab- 
lished last winter; corresponding de- 
creases for similar weeks of 1940 and 
1939 were 4.5 and 4.0 per cent, respec- 
tively. 

Four of the country’s seven major 
geographic regions showed increased 


Weekly Output, Millions Kw.-Hr. 


1941 1940 1939 
Feb. 8 2,824 Feb. 10 2,523 Feb. Il 2,268 
Feb. | 2,830 Feb. 3 2,541 Feb. 4 2,287 
Jan. 25 2,830 Jan. 27 2,566 Jan. 28 2,293 
Jan. 18 2,844 Jan. 20 2,572 Jan. 21 2,290 
Jan. Il 2,835 Jan. 13 2,593 Jan. 14 2,270 
Jan. 4 2,706 Jan. 6 2,473 Jan. 7 2,169 
1940 1939 1937 
Dec. 28 2,623 Dec. 10 2,404 Jan. | 1,998 
Dec. 21 2,911 Dec. 23 2,641 Dec. 25 2,085 
Dec. 14 2,862 Dec. 16 2,605 Dec. 18 2,202 
Dec. 7 2,838 Dec. 9% 2,586 Dec. II 2,196 


Per Cent Change from Previous Year 
Week Ending 


——— A ie 





Feb. 8 Feb. | Jan. 25 

New England +10.5 + 8.5 + 8.1 
Middle Atlantic +10.8 +10.9 + 8.5 
Central Industrial +15.0 +15.6 +14.0 
West Central + 7.0 + 9.8 + 8.1 
Southern States +12.3 +10.0 + 9,3 
Rocky Mountain + 5.5 +. 3.9 + 4.8 
Pacific +11.0 + 7.5 + 7.3 
United States L11.9 +11.3 +10.3 





Billions of Kw-Hr. 


J F 


percentage gains over 1939 in the week 
ended February 8. The margin for the 
New England states of 10.5 per cent 
was the largest for this area since the 


MA M J 
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week ended January 13, 1940. Increased 
margin over a year ago for the Rocky 
Mountain section was the first since the 
week ended January 4, this year. 





Energy Sales Up 10% 
with 6% Revenue Gain 


During November. 1940, a total of 
30,138,494 ultimate consumers used 
10,576,643,000 kw.-hr.. for which they 
paid $214,160,800, increases of 3.7, 10.2 
and 6.4 per cent, respectively, over No- 
vember, 1939, according to the Edison 


a 


Classification of Sales, November, 1940 
and Change from 1939 (Revised Series) 





Million Kw.-Hr. % 


1940 1939 Change 
Residential or domestic.... 2,093 1,872 +11.8 
ural (distinct rural sales). 131 120 + 9,1 
mmercial or industrial 
Small light & power...... 1,980 1,822 + 8.7 
Large light & power 5,369 4834 +11.1 
On & highway lighting 201 197 + 2.1 
Raila Public authorities 237 21) 12.2 
ilways & railroads 
Street & interurban...... 338 331 + 2.2 
testified steam...... 166158 4+ 45 
departmental . él 49 +25.4 
Total to ult. consumers 10,577 9,595 +10.2 
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Electric Institute. Energy sales for No- 
vember were a record for the second 
consecutive month. 

Kilowatt-hour sales to the residential 
class of consumers showed a seasonal 
rise over October but the total for No- 
vember was still short of the 2,185,994.- 
000 kw.-hr. total for January, 1940. For 
the twelve months ended November 30, 
residential consumption averaged 945 
kw.-hr., and annual bill $36.48, or a 
rate of 3.86 cents per kw.-hr., increases 
of 5.8 and 1.9 per cent in usage and 
bill, respectively, and a decrease of 3.7 
per cent in rate, respectively, over the 
previous year. 

Energy sales to the small light and 
power consumers showed a_ seasonal 
rise over October to a new peak of 
1.980,252.000 kw.-hr. Sales to the large 
light and power classification were off 
seasonally in November, but still ac- 
counted for nearly 51 per cent of the 
total sales and were 11.1 per cent ahead 
of November of the previous year. 


15, 1941 


Rehearing Plea Granted 


Federal Power Commission, acting 
upon an application of Northwestern 
Electric Co., in which its parent com- 
pany, American Power & Light Co., 
joined, has ordered that a rehearing 
heretofore granted the company and set 
to begin on February 10 at Washington 
be held on March 3 at Portland, Ore. 


Water System Contest 


Cash prizes totaling $300 will be 
awarded to rural service departments 
of operating utilities by the Electric 
Water System Council for the best re- 
ports on the promotion and sale of 
electric water systems. First prize is 
$150, second $75, third $50 and fourth 


$25 for the outstanding reports on 
“How We Promote and Sell Electric 


Water Systems.” The contest is to run 
for six months, February 1 to July 31. 


(565) 15 








— 





Four New Westinghouse 
Executives Take Office 


The four Westinghouse executives 
who recently were elected to the posi- 
tion of vice-president (ELECTRICAL 
Worip, February 8, page 124) have 
been connected with the organization 
for a number of years. 

Bonnell W. Clark is president of the 
Westinghouse Electric 


Supply Co. and has R. A. McCarty 


seen his company grow 
from fourteen electri- 
cal jobbing houses, 
when he joined it as 
a special representa- 
tive in 1925, to a net- 
work of branches in 
the 79 principal mar- 
ket centers of the coun- 
try. A native of Can- 
ada, Mr. Clark entered 


A. C. Streamer F. D. Newbury 


the electrical wholesaling field in 1906 
with the Robertson-Cataract Electric 
Co., Buffalo, N. Y. He became general 
manager of Westinghouse Electric Sup- 
ply Co. in 1929, vice-president and di- 
rector in 1932 and president in 1937. 
Mr. Clark served as chairman of the 
National Electrical Wholesalers Asso- 
ciation from 1930 to 1932. 

R. A. McCarty, manager of the steam 
division, went to work for Westing- 
house in 1903. In 1930 he was made 
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manager of the generator engineering 
department and five years later was 
promoted to manager of the generator 
operating division, in charge of sales, 
engineering and manufacture of the 
larger types of electrical apparatus. In 
1937 Mr. McCarty was made manager 
of the small motor plant at Lima, Ohio, 
and in 1938 manager of the steam divi- 
sion, Philadelphia, which division in- 
cludes the steam ap- 
paratus works at Les- 
ter, Pa., and the stoker 
plant at Attica, N. Y. 

Frank D. Newbury, 
manager of the emer- 
gency products divi- 
sion, a position created 
in July, 1940, has spent 
his entire business ca- 
reer with Westing- 
house, starting in 1903 
at East Pittsburgh. 


& 


Blank & Stoller 
B. W. Clark 


He became a design engineer, and after 
various promotions was appointed 
assistant to vice-president in 1935, in 
connection with budgets and other ad- 
ministrative problems. He also became 
the company’s economist and in 1938 
was made director of the new-products 
division. Mr. Newbury served as a direc- 
tor of the A.I.E.E. from 1918-1922 and a 
member of the standards committee and 
the rotating machinery committee. He 
was chosen to represent the Institute 


on the American Standards Association, 

A. C. Streamer, general manager of 
the East Pittsburgh division, has been 
connected with the development of 
large power equipment since he joined 
the company in 1908. His work in 
switchgear engineering and sales, over 
a period of twelve years, led to his 
appointment in 1920 as assistant to the 
manager of the supply department. 
Four years later he became assistant 
sales director. In 1931 Mr. Streamer 
was made sales manager of the diversi- 
fied products division, in 1933. sales 
manager of the transportation division, 
in 1936 manager of the switchgear divi- 
sion and in 1939 general manager of 
the East Pittsburgh division. Mr. 
Streamer is on the board of governors 
of the National Electrical Manufae- 
turers Association. 


> Dwicut Dovuc.ass, assistant superin- 
tendent, has been appointed superin- 
tendent of power for the Hartford 
Electric Light Co., succeeding James 
Orr. Mr. Douglass was graduated from 
Rensselaer Polytechnic Institute i 
1920 with the degree of electrical engi- 
neer, and during his entire career has 
been identified with the manufacturing 
division of the Hartford Electric Light 
& Power Company. 


PA. H. (“Harry”) SweeTnam, who 
for nearly twenty years has been ass¢- 
ciated with the Boston Edison Co. 4 
superintendent of electrical engineering 
and then of the system development 
department, has discontinued active 
association with the company. but 
being retained as consultant subject 
call. He will continue to be identified 
with the electrical industry, and is n0¥ 
acting as New England representative 
of the C. M. Hall Lamp Co., Detrotl. 
Mich., maker of the “Thermalamp 
(infra-red) unit for drying, baking and 
dehydrating processes. His headqua" 
ters will be at 256 Dorset Road, Waba!. 
Mass. 
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Indiana Utility Names 
Trainor Chief Engineer 


Joseph J. Trainor of Indianapolis, 
acting chief engineer of the Public 
Service Co. of Indiana since the death 
of B. H. Lybrook last February, has 
been given the title of chief engineer. 

Mr. Trainor has been associated with 





the Public Service Co. and affiliated 
organizations for the past sixteen years. 
having first been employed as chief load 
dispatcher in 1925. Several years later 


he became operating superintendent 
and in 1930 was appointed superin- 
tendent of electric construction and 
maintenance. He continued in that 
capacity until 1937, when he was 
promoted to the position of electric 
superintendent in charge of construc- 
tion, maintenance and operation for the 
entire power system. 

Mr. Trainor was born in Philadel- 
phia, Pa., and before going to Indiana 
was system operator of the West Penn 
Power Company at Pittsburgh. 


P James Orr, for more than eighteen 
years superintendent of power for the 
Hartford Electric Light Co., has been 
appointed consulting engineer for that 
utility. A native of Scotland, Mr. Orr 
came to America about 1893 and has 
been a specialist in power plant opera- 
ion since that time. Before joining the 
Hartford company he was for some 


2 connected with Stone & Webster, 
ne, 


>T. A. Apporr has been appointed 
manager of sales, meter division, Gen- 
eral Electric Co. Mr. Abbott joined 
eneral Electric as a member of the 
test course in 1925, leaving the follow- 
ing year for Yale University, where 
he spent five years. When he rejoined 
General Electric in 1931 he was as- 
signed to the meter engineering depart- 
ment at Lynn, and in 1937 he became 
‘uperintendent of the meter depart- 
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ment at the same works, assuming 
charge of all meter manufacturing 
there. Three years later he was trans- 


ferred to commercial work in the meter 
division at Schenectady. Mr. Abbott 
is a member of the American Institute 
of Electrical Engineers and the author 
of several articles on meters and instru- 
ments. 


> James A. Powe tw of Reading, Pa., 
will become associated with Stone & 
Webster Engineering Corp. on March 1 
and will have his headquarters office at 
49 Federal Street, Boston, Mass. Mr. 
Powell is well known in engineering 
circles and has an outstanding reputa- 
tion in the mechanical engineering and 
power plant field. For many years he 
has been associated with the E. M. Gil- 
bert Engineering Corp., from which he 
recently resigned as vice-president and 
chief engineer. 


OBITUARY 
Frank H. Golding 


Frank H. Golding, chairman of the 
trustees, New England Gas & Electric 
Association, Cambridge, Mass., who 
died suddenly at the Phillips House, 
Boston, on February 3, was one of the 
most prominent public utility execu- 
tives in the northeast. Mr. Golding was 
born at Hartford, Conn., in 1875; he 
was educated at Trinity College and 
Stevens Polytechnic Institute, and in 
1895 became superintendent of the 
Branford (Conn.) Lighting & Water 
Co. From 1905 to 1907 he was as- 
sistant general manager of the Dayton 
(Ohio) Lighting Co. From then until 





1920 he was vice-president and general 
manager successively of the Rockford 
(Ill.) Electric Co., the Atlantic City 
(N. J.) Electric Co. and Ohio Power 
Co. 

Three years in the automobile busi- 
ness followed, and in 1923 Mr. Golding 


was appointed treasurer and general 


1941 


manager of the Cambridge Electric 
Light Co., leaving that post in 1927 to 
become president of the New England 
Gas & Electric Association. He served 
in this office until 1938, when he was 
made chairman of the board of directors 
of the principal operating subsidiaries 
of the association and of the latter’s 
trustees. Mr. Golding was a vice-presi- 
dent and director of the Harvard Trust 
Co., Cambridge. 


> CHartes Lippert, assistant superin- 
tendent of the Jefferson City Water and 
Light Department, was drowned on 
January 3 in Rock River at Jefferson, 
Wis., when he fell from a dam near the 
plant while attempting to close a set of 
floodgates. 


> Cc. E. D. Ecerron, district manager 
for the Carolina Power & Light Co. in 
Rockingham, N. C., died January 9, of 
complications following a fall on 
December 20, when he broke his hip. 
He was 59 years old. 


> Manton E. Newiin, who was asso- 
ciated with the San Joaquin Light & 
Power Corp., for 22 years, died Decem- 
ber 18 in a San Mateo, Calif., hospital, 
in his sixty-third year. Mr. Newlin was 
a native of Kansas. He moved to Fresno 


in 1904. 


> BENJAMIN E. Linc, since 1925 as- 
sistant to the president of the Cleveland 
Electric Illuminating Co., Cleveland, 
Ohio, died January 3, of a cerebral 
hemorrhage. He was 52 years old. 
For five years prior to his connection 
with the Cleveland utility Mr. Ling 
was director of the Ohio Committee on 
Public Utility Information. 


PO. P. SticKNEY, meter engineer for 
the Nebraska Power Co., Omaha, Neb., 
died suddenly at his home on January 
20, at the age of 58. A native of Ver- 
mont, he moved to Omaha in 1910 and 
had been with the Nebraska Power Co. 
and its predecessors, the Omaha Elec- 
tric Light & Power Co., for more than 
30 years. He served as a member of 
the Missouri Valley Electric Associa- 
tion meter committee for a number of 
years, including one year as chairman. 


> Morris W. Stroup, a former di- 
rector of the Philadelphia Electric Co., 
died at his home in Villanova, Pa., 
January 7, in his 8lst year. Mr. 
Stroud’s retirement in 1938 marked the 
culmination of a long career as a utili- 
ties official. He was named president 
and director of the American Gas Co. 
in 1900. In 1913 he was made a 
director of the American Gas & Elec- 
tric Co. and thirteen years later was 
elected a director of the United Gas 
Improvement Co. In 1929 he was made 
a director of the Philadelphia Electric 
Co. 
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ANUFACTURING - MARKETS 


Electrical Exports 
Within 7% of Record 


Exports of electrical equipment for 
1940 valued at $138.931.588, 
within 7.1 per cent of the record in 
1929, when shipments were valued at 
$149,542.535, according to the Depart- 
ment of Commerce. Shipments abroad 
during 1940 were 22.5 per cent above 
those during 1939. December shipments 
amounted to $10,966,874, increases of 
8.4 and 8.1 per cent over November and 
December. 1939, respectively. 


were 


Rubber-covered wire exports totaled 
$194,971 in December, a gain of 11 per 
cent over the November total. Other 
insulated copper wire exports were 
valued at $354,431, a decrease of 24.4 
per cent from November. 

Exports of accessories and parts for 
generators were valued at $220,188 in 
December, the high mark of the year 
for this classification, and a gain of 
329.6 per cent over November. 


Manufacturers Issue 
Earnings Reports 


Among the manufacturing companies 
recently issuing profit statements are 
the following: 


Onto Brass—For year ended December 
31, 1940, including wholly owned sub- 
sidiaries, net profit $720,417, after depre- 
ciation, federal income taxes, etc., equal 
to $2.07 a share on 347,534 no-par shares 
of common stock. This compares with net 
profit of $468,621, or $1.35 a share, in 
1939. 

Arnrow-Hart & HecemMan ELectric—For 
1940, including subsidiaries, consolidated 
net income, $825,870, equal to $4.13 a 
share, compared with $721,507, or $3.61 a 
share, the year before. Current assets on 
December 31, 1940, were $4,842,857, 
against current liabilities of $1,025,657. 

HoLopHANE Co.—Six months to Decem- 
ber 31, net profits, $134,041, equal, after 
preference dividends, to $1.27 a share on 
98,444 shares of common stock, compared 
with $97,389, or 85 cents a common share, 
for the six months to December 31, 1939. 

CoLttyer INsuLATED Wire—For 1940, 
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net income $167,900, equal to $1.12 a share 
on 150,000 shares of no-par capital stock, 
compared with $33,579, or 22 cents a share, 
the year before. 


System to Cost $234,432 


War Department, Washington, D. C.., 
has awarded a contract to C. A. Hooper 
Co., Madison, Wis., at $234,432 for 
installation of underground conduit 
system for power and lighting service 
at new ordnance plant now in course of 
construction at Jeffersonville, Ind., 
including power substation unit and 
boulevard lighting system. 


Get City Plant Contract 


The city of Carrollton, Mo., has 
awarded a contract for the construction 
of the first unit of the municipal light 
and power plant, including three 525- 
hp. Diesel engine generating sets, to 
the Worthington Pump & Machinery 
Co. at $83,547. 
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Electrical Orders 
Reach Record Value 


Orders received for motors and gen- 
erators during 1940 averaged 59.4 per 
cent higher than 1939 and 30.4 per 
cent above 1937, the previous high year, 
while orders for transmission and dis- 
tribution equipment averaged 39.6 per 
cent above 1939 and 5.2 per cent ahead 
of 1937, based on the monthly indices 
of the National Electrical Manufac- 
turers Association, which began with 
1934. 

The index of orders 
motors and generators rose to a new 
high in December, 258.3, as compared 
with 223.9 for November and 161.7 for 
December a year ago. Index of orders 
for transmission and distribution equip- 
ment also gained in the month, the 
December, 1940, index being 219.8, as 
compared with the revised figure of 
214.2 for November and 123.6 for De- 
cember, 1939. 

Motors and generators index during 
the year rose 161.0 points from the 


received for 


Motors and 
generators 
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1940 1941 


NEMA INDEX, value of orders received for motors (large d.c., polyphase, synchronous) 
and generators (engine, belt-driven); also for transmission and distribution equipmet! 
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January index of 97.3. Transmission and 
distribution index rose from 121.9 in 
January to a high in October of 230.7. 


Manufacturers Make 
Sales Appointments 


Electrical manufacturing companies 
have recently announced the following 
appointments to their sales staffs: 


Allis-Chalmers Manufacturing Co. has 
appointed Ralph R. Newquist manager of 
the district office at Houston, Tex. Since 
joining the company in 1934, Mr. New- 
quist has been stationed in the district 
offices at Chicago and Pittsburgh, and 
more recently at Boston. At Houston he 
succeeds Kk. F. Ribble, who has obtained 
leave of absence for reasons of health. 


Roller-Smith Co. announces the appoint- 
ment of the John W. Clarke Co. as repre- 
sentative in the Chicago territory. This 
territory comprises the northern half of 
Illinois, northern Indiana, Wisconsin and 
eastern Iowa. This change was _necessi- 
tated by the recent death of E. E. Van 
Cleef, who represented Roller-Smith for a 
number of years in this area. The John 
W. Clarke Co. offices are at 327 So. La Salle 
Street, Chicago, and the Roller-Smith Chi- 
cago office will be at this address. M. B. 
Mathley, formerly with E. E. Van Cleef, 
will be associated with the John W. Clarke 
Co., and C. Swain Lumley, Roller-Smith 
district engineer, whose headquarters were 
formerly at 53 W. Jackson Boulevard, will 
also be located in Mr. Clarke’s office. 


J. E. Murray & Co., 1221 Baltimore Ave- 
nue, Kansas City, Mo., has been appointed 
district representative of the Delta-Star 
Electric Co., Chicago, Ill, for western 
Missouri and the state of Kansas. The 
ofice will be in charge of J. E. Murray, 
formerly with Graybar Electric Co. 


Trumbull to Operate New 
Branch at Cincinnati 


Trumbull Electric Manufacturing Co., 
Plainville, Conn., has taken over a group 
of industrial buildings at Section Ave- 
nue and line of Baltimore & Ohio Rail- 
toad, Norwood, Cincinnati, Ohio, previ- 
ously occupied by Sears, Roebuck & Co.. 
Chicago, Ill., and will modernize and 
equip for new branch plant, supple- 
menting present works at Ludlow, Ky. 
Plans for changes and improvements in 
buildings are being prepared by Potter, 
Tyler & Martin, 35 East Seventh Street. 
Cincinnati, architects, and contract for 
work will be awarded soon. 


EERE 
New York Metal Prices 


Feb. Il, ‘41 Feb. 4, ‘4! 

Cents per Cents per 
Co ; Pound Pound 
ane electrolytic ; 12.00* 12.00* 
ad, A.S.& R. Price... 5.65 5.50 
Antimony : 14.00 14,00 
Nickel, Ingot 35.00 35.00 
Zine Spots Fai 7.64 7.64 
Deets... | 50.35 
vminum, 99 Per Cent... 17.00 17.00 


elivery Connecticut Valley. 


rn insomniac 


ELECTRICAL WORLD e 





February 


Field Reports on Business 


Utility construction is moving rapidly ahead, with companies buying a wide 
variety of equipment. Industrial purchases of electrical equipment are show- 
ing expansion as the defense program gets under full production. Government 
buying is proving a substantial factor in new business being booked. 


NEW ENGLAND 


Generating station construction and line 
extensions are to the fore-front in this 
district as steps in the national defense 
program. Among important contracts an- 
nounced by the government are noted 
construction of a heating plant, Stone & 
Webster Engineering Corp., Boston, $170.- 
000, to be located at the Newport Naval 
Station; $400,000 involved in boiler, gen- 
erator and compressor, for the Boston 
navy yard, and $334,000 for a_turbo- 
alternator for increasing the capacity at 
the New London submarine base. 

Preliminary work is under way at South 


Meadow station, Hartford, in connection 
with raising the Hartford-Agawam line 


voltage from 66 to 110 kv. Materials are 
being ordered for a new transmission line 
for the Connecticut Power Co. between 
Tariffville and Torrington. Torrington 
(Conn.) Electric Light Co. has installed 
a 15,000-kva., three-phase G.E.  trans- 
former. About $300,000 will be expended 
this year in reconstruction of the dis- 
tribution system at Stamford, Conn. West- 
ern Massachusetts Companies will complete 
this year the task of raising the voltage 
on the two transmission circuits between 
Cabot station and the Connecticut line 
from 66 kv. to 115 kv. 

Small motor sales are strong; orders are 
increasing, according to some representa- 
tives, on account of completion of last 
fall bookings of machines by manufacturers. 
Electric heating furnace manufacturers re- 


port all-time high activity. C. I. Hayes, 
Inc., Providence, R. I., reports working 


full time with record employee roll: orders 
received from this company include gov- 
ernment bookings for the most part, with 
the requirements ranging for furnaces, 
rated 20 kw. up. One recent industrial 
installation completed by this company 
totalled 300 kw. 


CHICAGO 


Reports from the various branches of 
the electrical industry indicate business 
progressing at an exceptionally rapid pace. 
With industrial production expanding 
steadily, manufacturers are becoming hard 
pressed to meet the demands for electrical 
equipment. In addition to the large in- 
crease in industrial construction, resi- 
dential building has advanced to a point 
where many electrical contractors are real- 
izing a growing shortage of efficient labor. 
Reflecting increased employment and _ pay- 
rolls, retail trade is running well ahead 
of last year and dealers report appliance 
sales making proportionate gains. At the 
annual spring markets now in_ progress 
both attendance and volume of orders 
placed have reached the highest peak 
since 1929. 

Utility expansion programs are being 
pushed to meet the rising demands for 
power. Railroads are buying a vast amount 
of new equipment, materially benefiting 
the electrical industry. 

Of 31 manufacturers reporting January 
sales to the Electric Association, 24 showed 
an increase over December, while 30 had 


a gain over January, 1940. The city 
electrical department requested bids on 
IS,. 3941 





50,000 ft. of 600-volt 
of rubber insulated wire and 70,000 |b. 
of weatherproof line wire. National de- 
fense orders placed here last week in- 
cluded switchboards, $59,461; X-ray ap- 
paratus, $15,615; motor-generator, $17,500; 
electric trucks, $13,300; generators, $421,- 
681; motion picture projectors, $88,626. 


cable, 55,000 ft. 


NEW YORK 


Prospects are that industry along the 
Eastern Seaboard will get the biggest slice 
of the more than twenty billion dollars 
of defense orders over the next two years. 
So far this area has received over 60 per 
cent of such orders and the stimulation 
is being felt more each week. 

Utilities are buying generators, switch- 
gear, transformers, motors, oil circuit 
breakers, exciter sets, cable and a variety 
of other equipment as they speed their 
1941 construction program. There are a 
lot of plans now in the blueprint stage and 
actual work will get under way early in 
the spring and summer. 

Government .orders include field light- 
ing sets, dynamometer, motors, multi-con- 
ductor cable, light sockets and large quan- 
tities of electric cable. 

Reports indicate that a huge housing 
expansion program will be undertaken. 
Housing construction due to defense de- 
mands will represent $800,000,000 to 
$1,000,000,000 more this year than in 1940, 
making a total for the country on private 
accommodations for American families and 
the nation’s armed forces of more than 
$3 000,000,000. 


PACIFIC COAST 


Coast inventories are steadily, though 
not spectacularly, growing larger, being 
checked by longer deliveries. They now 
average about 15 per cent over normal. 

REA allotments and awards are increas- 
ing with approaching return of construc- 
tion weather. This class of business 
seems confined to the Pacific Northwest, 
though $14,150 was awarded for an 8-mile 
transmission line near Flagstaff, Ariz., and 
Parker Dam project is in market for 


line and control material and _ distribu- 
tion transformers, sizes 73 to 15 kva. 
Transformer deliveries are perceptibly 


slower and sizes are increasing because 
of new plant and camp concentration de- 
mands; Bonneville is in the market for 
three 10,000-kva., Portland for one 16,000- 
kva., Ellensburg, Wash., for three 1,000- 
kva.; Moloney received a $12,582 award 
for three 1,667-kva. from Los Angeles, 
which is also in the market for a 600- 
amp., 1,000,000-volt circuit breaker. 
Pacific Gas & Electric Co. has recently 
purchased five 3,000-kva. transformers, 
value $32,000, and four sets of converters 
from 3,000 to 6,000 kva. sizes, value $25,- 
000. A 3,500-kva. General Electric tur- 
bine-generator set, value $95,000, has been 
shipped to Hilo, Hawaiian Islands. The 
recent appliance marts held in San Fran- 
cisco and Los Angeles, attended by deal- 
ers in eleven western states, revealed a 
breaking down of former specialization in 
single major appliances, such as refrigera- 
tors, and increased interest in ranges. 
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PRICE TRENDS 


unsubstantial changes left the “Electrical 


Acts to Simplify 
Utility Structure 


Proceedings were recently begun by 
the Securities and Exchange Commis- 
sion to bring about the corporate sim- 
plification of the General Gas & Elec- 
tric Corp. holding company system 
under Section 11(b) (2) of the Public 
Utility Holding Company Act. The 
commission set the matter down for 
hearing on March 5 in Washington. 

The SEC said that it had reason to 
believe that the continued existence of 
General Gas & Electric Corp., together 
with Southeastern Electric & Gas Co. 
and its subsidiaries that are holding 
companies, unduly and unnecessarily 
complicated the structure of the sys- 
tem. 

In addition, the commission said that 
the corporate structure of the cor- 
poration is unduly and unnecessarily 
complicated and that this brings about 
undue complexities in the structure of 


the holding company system. The SEC 
also charged that voting power is un- 
fairly and _ inequitably distributed 
among the security holders of the cor- 
poration. 
Hearings will be held, the com- 
i mission said, to determine what steps 


the company should take to remove 
these complications, what steps should 
be taken to effect the discontinuance of 
either General Gas & Electric Corp. or 
Southeastern Electric & Gas Co. or its 
subsidiaries that are holding companies. 


Final Dividend Fixed 


| A referee in bankruptcy has recom- 
mended a final liquidating dividend 
which would close bankruptcy proceed- 
ings of the Insull Utility Investments, 
Inc., by returning to the investors an 
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Bonds 


1932 1933 1934 1935 1936 1937 1938 1939 1940 Jan.Feb.Mar: Apr May June 


Operations in the light and power stock list narrowed during the past week and 


World” index unchanged at 26.4; last 


year, 32.0. The bond index dipped to 106.0 from 106.1; last year, 106.2 





average maximum of $78.62 for each 
$1,000 in securities. The final report on 
bankruptcy proceedings before Gar- 
field Charles, referee, in Chicago, also 
recommended a $48,628 reduction in 
requested fees for counsel and the trus- 
tee—or from $138,024 to $89,396. The 
report was filed with Federal Judge 


Michael L. Igoe. 


Three Utilities File 
Amortization Petitions 


Applications have been filed with the 
Federal Power Commission by Eastern 
Shore Public Service Co. of Virginia, 
Eastern Shore Public Service Co. of 
Maryland and the Delmarva Power Co. 
for permission under Balance Sheet Ac- 
counts Instruction 6-E of the commis- 
sion’s uniform system of accounts to 
amortize the unamortized debt discount 
and expense over a period correspond- 
ing to the intended life of bonds called 
for redemption. 

According to the three applications, 
Eastern Shore Public Service Co. (Del- 
aware) previously owned the entire 
amounts of each issue of bonds which 
have been refunded and now owns the 
entire amounts of the new bonds which 
have been issued. 


Illinois-lowa Power Will 
Pay on 5% Preferred 


Directors of the Ilinois-lowa Power 
Co. have declared a dividend of $1.25 
a share on the company’s outstanding 
5 per cent $50 par value preferred 
stock. The dividend is payable on Feb- 
ruary 25 to holders of record on Febru- 
ary 3. 

This action, Allen Van Wyck, presi- 
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dent of the company, announced, fol- 
lows closely a recent decision favorable 
to the company handed down by the 
Circuit Court of Champaign County, 
Ill., in a suit brought by certain minor- 
ity holders of old preferred stock re- 
lating to the reclassification of capital 
stock of the company which occurred in 
1937. The court ruled that the recap- 
italization plan of the company “was 
legally adopted and is fair.” 


Files Plea to Sell 
$9,000,000 Issue 


Application has been filed with the 
Securities and Exchange Commission by 
the Buffalo Niagara Electric Corp. for 
the issue and sale to two insurance 
companies of $9,000,000 of 214 per cent 
debentures, due in 1951, at 100 and 
accrued interest. 

Metropolitan Life Insurance Co. 
will buy $5,000,000 of the obligations, 
and the remaining $4,000,000 will be 
taken by the Equitable Life Assurance 
Society of the United States. 

The utility company proposes to use 
$396,000 of the proceeds from the sale 
of the debentures to redeem a like prin- 
cipal amount of 5 per cent first-mort- 
gage bonds, due on February 1, 1942, 
and issued by Buffalo and Niagara Elec- 
tric Light & Power Co. (now Niagara 
Electric Service Corp.), a constituent 
company. Balance of the proceeds will 
be applied to the cost of construction, 
completion, extension and improvement 
of certain of the company’s electric 
generating transmission and_ distribu- 


tion facilities. 
ec 


Tampa Electric Dividend 


Tampa Electric Co. has ordered a 
dividend of 45 cents on the common, 
payable February 15. Previously com- 
pany paid quarterly dividends of 56 
cents on common. 
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1940 1939 

*Central Illinois Light.... $1,903,663 $2,094,358 
*Gulf Power ............. 301,464¢ 242,474 
*Hartford Boctele yo 2,837,274 2,765,060 
*Louisville Gas ec.(Ky 

BU EE oe Sivan aces 2,804,701 2,790,003 
*Montana-Dakota Utilities.  |,009,923 770,30 
*New York State Elec. & 

Ba sis aces 4,088,133¢ 3,683,004 
*Pennsylvania Power ..... 849,217+¢ 730,95 
*Rochester Gas & Elec... 2,788,716t 2,511 3 
*South Carolina Power.... 409,087+ oy 
*Southern Colorado Power 244,402+ 254, 
*Southern Indiana Gas & 9 

ON aio et as Ahwe 2 969,667¢ 907.28 
*United Gas Improvement 26,391,349 26,635,78 
*Wisconsin Public Service 92 

PE cr icce ces 1,813,250 | ,648,3 


*Twelve months ended December 31. 
tPreliminary report. 
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Crosley Refrigerator 
Sales Advance 107% 


Production schedules in the radio and 
refrigeration divisions of the Crosley 
Corp. have been stepped up repeatedly 
in the past few weeks to meet increased 
consumer demand, resulting in an in- 


crease of 107 per cent in refrigerator 


sales and an increase of 86 per cent in 
radio sales in January, 1941, 
January, 1940. 

The backlog of unfilled orders in both 
the radio and refrigeration divisions of 
the company is the largest in the his- 
tory of the corporation, Robert I. Petrie, 
vice-president and general sales mana- 
ger, stated. 


over 


New Office Established 
By Porcelain Institute 


P. B. McBride. president, announces 
the opening of a Washington office of 
the Porcelain Enamel] Institute in the 
Chandler Building on I Street. Thomas 
B. Collins has been made Washington 
representative. Mr. Collins was formerly 
Western sales manager for the Alliance 
Porcelain Products Co. 

Mr. McBride stressed the importance 
of close contact with the defense pro- 
gram and urged all porcelain-enameling 
plants to make use of this new facility. 
He pointed out that sales of porcelain- 
enameled products showed an increase 
of 12 per cent from 1939 to 1940. 


Plans to Expand Plant 


McGraw Electric Co., Toastmaster 
Products Division, Elgin, Ill., has auth- 
orized plans for two large additions to 
plant, consisting of a one-story struc- 
ture, 100 x 250 ft., to be used for ex- 
pansion in production division, and a 
one- and two-story building, 150 x 230 
ft, for storage and distribution service. 
Cost is reported in excess of $250,000, 
with equipment. Bids are scheduled to 
be asked soon on general erection con- 
tract. E. O. Sessions, 120 South LaSalle 


Street, Chicago. Ill., is consulting 
eNgineer. 


Electric Range Sales Up 


Sales of electric ranges in continental 
United States, Alaska and Hawaii dur- 
ing 1940 amounted to 404,239 units, 
‘ompared with 296,846 units in 1939, 
according to a report issued by the Na- 
tonal Electrical Manufacturers Asso- 
“lation. December sales totaled 24,626 


Units, compared with 13,429 units in 
December. 1939, 
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Sales Opportunities 


GaLveston, Tex.—Houston Lighting & 
Power Co., Houston, Tex., Galveston Divi- 
sion, plans extensions and improvements 
in primary and secondary lines in differ- 
ent parts of city during present year, in- 
cluding installation of new underground 
circuits in business district. Also will in- 
crease power substation and service facili- 
ties. Improvements will be made in trans- 
mission line to Fort Crockett to provide 
increased power supply at that place. 
Entire project is estimated to cost about 


$100,000. 


GREENFIELD, Iowa—City Council receives 
bids until March 4 for extensions and im- 
provements in municipal power plant, 
including installation of equipment. Latter 
will comprise new generating unit with 
Diesel engine-drive, exciter, switchboard 
and accessories. Stanley Engineering Co., 
Muscatine, Iowa, is consulting engineer. 


Datitas, Tex.—Diamond Alkali Co., 
Oliver Building, Pittsburgh, Pa., plans in- 
stallation of motors and controls, trans- 
formers and accessories, switchgear, duct 
lines, conveyors and other equipment in 
new plant at South Lamar and Lenway 
Streets, Dallas, where site has been ac- 
quired. It will comprise several large units 
for production of silicate of soda and 
silicate products. Cost reported over $500,- 
000. Diamond Alkali Co. of Texas, Inc., 
1006 Main Street, Houston, Tex., recently 
organized subsidiary, will be active in 
project. 


PorTLAND, Ore.—United States Engineer 
Office, Pittock Block, receives bids until 
March 4 for one 16,000-kva. transformer 
unit, complete with spare parts and ac- 
cessories (Circular 310). 


Los ANGELES, Catir.—Bureau of Power 
and Light, 205 South Broadway, is ar- 
ranging immediate call for bids for new 
district headquarters buildings, Nos. 1 and 
5, at 3237 Artesian Street and 1400 South 
Sepulveda Boulevard, respectively, each 
to consist of a group of three one and 
two-story structures, with service and 
repair divisions, equipment storage depart- 
ments and other operating facilities. Cost 
estimated about $91,000 and $75,000, in 


order noted. 


SPOKANE, WasH.— Washington Water 
Power Co., Spokane, plans extensions and 
improvements in distribution lines in dif- 
ferent parts of city during 1941, including 
new power substation and increased serv- 
ice facilities. Also will make additions and 
improvements in_ street-lighting system. 
Cost reported over $400,000. This will be 
part of expansion and improvement pro- 
gram of company during present year. 


CLEVELAND, Onto—Cleveland Graphite 
Bronze Co., Inc., 880 East 72d Street, 
manufacturer of bearings, bushings, etc., 
plans installation of motors and controls, 
switchgear, power substation apparatus, 
industrial lighting equipment, conveyors 
and other equipment in new additions to 
plant for increased production of aircraft 
bearings and parts. Cost estimated about 
$2,000,000. Company is arranging financing 
and will proceed with work at early date. 


LanspaLE, Pa.—Borough Council has 
preliminary plans for extensions in munici- 
pal power plant, including installation of 
additional equipment. Surveys and esti- 
mates of cost will be made soon. Louis T. 
Klauder & Associates, Inc., Lincoln-Liberty 
Building, Philadelphia, Pa., is consulting 
engineer. 
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Bancor, Me.— Bangor Hydro-Electric 
Co., Bangor, plans construction of new 
water storage dam at Grand Lake, with 
installation of additional hydro-electric 
power station equipment. Cost estimated 
close to $750,000 and financing in tha 
amount has been approved. 


LouisviLLE, Ky.—Reynolds Metals Co., 
2934 Grand Avenue, manufacturer of metal 
foil products, plans installation of motors 
and controls, transformers and accessories, 
switchgear, industrial lighting apparatus, 
duct lines, electric hoists, conveyors and 
other equipment in new local plant for the 
fabrication of aluminum shapes and parts 
for aircraft and other services. Production 
will be for Government, which will provide 
fund of about $2,500,000 through Defense 
Plant Corporation, Washington, D. C., 
Federal agency, for project. Work is 
scheduled to begin soon. 


Witmincton, N. C.—Tide Water Power 
Co., Wilmington, has authorized imme- 
diate construction of new 110,000-volt 
transmission line from power substation on 
Eagle Island to Camp Davis, about 34 miles, 
where step-down power substation will be 
located for power supply for new govern- 
ment training camp at that place. Line 
will cross both Cape Fear and Northeast 
Rivers and will follow a right-of-way on 
outskirts of Wilmington. Gilbert Engineer- 
ing Co., Reading, Pa., is consulting engi- 
neer. 


Cuicaco, Itt.—Commonwealth Edison 
Co., 72 West Adams Street, has filed plans 
for new one-story utility and operating 
building at 2221-23 South Loomis Street, 
estimated to cost about $50,000, with 
equipment. Erection is scheduled to pro- 
ceed at once. Shaw, Naess & Murphy, 80 
East Jackson Boulevard, are architects. 
Company also will make alterations and 
improvements in equipment warehouse, 
54 x 464 ft., on Quarry Street, for heavy- 
duty service. H. V. Von Holst, 140 South 
Dearborn Street, is architect for last work. 


San Francisco, Catir.—Columbia Steel 
Co., Russ Building, plans installation of 
motor-generator sets, motors and controls, 
duct lines, transformers and other power 
substation apparatus, industrial lighting 
systems, switchgear, electric hoists and 
cranes, conveyors and other equipment in 
additions to mills at Torrance and Pitts- 
burg, Calif., where large expansion will be 
carried out. Entire project will cost ap- 
proximately $5,000,000. Work is scheduled 
to begin at early date. Company is a sub- 
sidiary of United States Steel Corp., 71 
Broadway, New York, N. Y. 


Huntincton, W. Va. Appalachian 
Electric Power Co., Roanoke, Va., has 
plans maturing for new power substation 
at Eighth Avenue and Eighth Street, 
Huntington, and will begin work soon. 


Sewarp, Pa.—Pennsylvania Electric Co., 
Johnstown, Pa., plans new 66,000-volt 
transmission line from Johnstown to Sew- 
ard, close to 15 miles. Proposed to carry 
out work soon. 


Fort Howarp, Mp.—Construction Serv- 
ice, Veterans’ Administration, Washing- 
ton, D. C., receives bids until March 28 
for complete electrical utilities in new 
buildings at institution at Fort Howard, 
for which bids will be received at same 
time; also for boiler units and boiler plant 
equipment, air-conditioning apparatus, re- 
frigerating machinery, radial brick stack 
for power house, and other facilities. 
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Electric Furnace 


Gas-carburizing electric furnace for case- 
hardening steel parts uses a hydrocarbon 
gas, propane, circulated rapidly through 


Gas-carburizing electric furnace. 
Electric Co., Schenectady, N. Y. 


General 


the charge by a motor-driven fan, instead 
of a solid carbon compound as a source of 
carbon for the carburizing process. Short- 
ened carburizing cycle, improvement in 
quality and uniformity of carburized parts 
is said to result. Furnace can be controlled 
automatically to reproduce any carburizing 
treatment on a production-line basis. 


Transformer Bushings 


Standardized bushings for use on distri- 
bution transformers to 15,000 volts are de- 
signed of wet-process porcelain to fit prac- 


Transformer 
st 


Standardized pocket-type bushings in 
line are available in lead, stud or connec 
tor type for both new and existing trans 
formers. American Electric Service & Mainte- 
nance Co., Springfield, Mass. 
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tically all makes and sizes. Special attention 
has been given to clearance and co-ordina- 
tion features to eliminate improper fuse 
blowing, lead failure and radio interference. 
\ positive anti-syphoning oil stop joint is 
incorporated in the bushing. Use of bush- 
ings permits modernization of transform- 
ers that may now be obsolete because of 
poor bushing clearances. Connector-type 
requires no tools and, as an additional 
safety feature, has no exposed metal parts. 


Switches 


three- or 
four-pole — switches 
are supplied as a 
self-contained unit 
with interconnect- 
ing shaft mounted 
in rear of panel. 
High-pressure — line 
contacts and annu- 
lar ring hinge are 
featured. Many con- 
trol arrangements 
are available. Inter- 
locking possibilities 
are cited by maker 
as one advantage. 


Two-, 


High-pressure contact, 
roup operated 
te Delta - Star 


switches, 


Electric Co., Chicago 


Lamp Socket 


Swivelier’' 
Co., 140 Liberty St. 


lamp 


socket. Reliance 
New York, N. Y 


Devices 

Adjustable to a full 90-degree right angle, 
this lamp socket can be rotated through 
a complete circle, when adjusted at any 
angle. Special stop in the brass shell, en- 
closed socket prevents wires from twisting: 
a spring compensates for wear due to fric- 
tion and it is said that vibrations will not 
cause the swivel to work loose, thus adapt- 
ing socket to direct attachment on a ma- 
chine tool or similar application. 


Who Makes What? 


Electrical Buyers Reference,'' published 
annually. Electrical World, 330 West 42d St., 
New York, N. Y. 


Names, addresses and products of elec- 
trical manufacturers are catalogued in this 
convenient, annual publication for public 
utility, industrial, engineering and other 
major electrical buying interests. 
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Voltage Regulator 


Designed especially for the automatic 
voltage control of medium and large size 
a.c. generators and for synchronous motors 
and condensers, this indirect-acting voltage 
control employs a motor-operated rheostat 


ene 


Type "'BJ'' indirect-acting rheostatic gener- 


ator voltage regulator; rated sensitivity of 
plus or minus one-half of one per cent of 
normal voltage. Westinghouse Elec. & Mfg. 
Go., East Pittsburgh, Pa. 


which varies the exciter field resistance. 
Action time of 3 cycles after a voltage 
change, plus its ability to quickly force 
the exciter field to its limit are stated 
characteristics to adapt it particularly to 
quick-response systems. Construction fea- 
tures include an anti-hunting action to cor- 
rect for normal voltage deviations. Regula- 
tor element responds to average three- 
phase voltage, hence will not operate false- 
ly on an unbalanced system fault. 


Range Switches 


Combination range switch shown has 60- 
amp. two-pole main and range circuits and 
four one-pole plug fusible circuits; similar 
devices have either 0, 2, 6 or 8 plug fusible 
circuits. There are 60-amp. take-offs after 
the main fuse for water heater circuits oF 
mains extension. Bakelite fuse-breaks have 
test holes so fuses can be tested without 
removing fuse puller. Main and range fuse- 
breaks are non-interchangeable. Bakelite 
base may be reversed. Solderless connectors 
are used throughout. Complete new line im 
cludes device with parallel main and range 
60-amp. circuits, four plug fusible circuits, 
and 100-amp. mains rating. 


New line of combination range ee 
Catalog No. ''33582'' shown. Square D 6% 
Detroit, Mich. 
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